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Message Text 

UNCLASSIFIED 

PAGE 01 LILONG 00303 240727Z 
ACTION SY-05 

INFO OCT-01 AF-08 ISO-OO OC-06 CCO-OO FBOE-OO /020 W 

240753 023272/23-12 

P R 240600Z FEB 77 
FM AMEMBASSY LILONGWE 
TO SECSTATE WASHDC PRIORITY 667 
INFO AMEMBASSY NAIROBI 

UNCLAS LILONGWE 0303 

DEPT FOR OC/PE, A/SY/NSU; NAIROBI FOR RCO, OIC RTC, COPIC SEABEES 

E.O. &11652: N/A 
TAGS: ASEC, ACOM, NSU 

SUBJECT: SPECIAL SEABEE PROJECT, CCC CHILLED WATER AIR 
CONDITIONING INSTALLATION 

REF: STATE 39203 

1 . POST WILL MAKE EVERY EFFORT TO ACCOMMODATE SEABEES IN 
EMBASSY'S GUEST HOUSE. 

2. CAR RENTAL ORDERS NECESSARY FOR SEABEES WHILE AT POST. 

3. INVENTORY OF ELECTRICAL AND AIRCONDITIONING MATERIAL 
FOLLOWS: 


A. ELECTRICAL 


1/2 

BOX 1/4" 

RAWL SABER-TOOTH ANCHORS 

1/2 

BOX 1/4" 

SCREW ANCHOR 7/8" LONG 

4 

CANS 

WIRE PULLING LUBRICANT 

38 

EA 

220V F40CW FLOURESCENT TUBES 

32 

EA 3/4" 

EMT CONNECTORS (5)21) 

3 

BOX 3/4" 

EMT WALL FASTENERS 

4 

EA 2 1/4" 

EMT CONDUIT RING (NIT) 
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3 1/2 BOX 3/4" CONDUIT TO CONDUIT CONNECTOR (5220) 

110 FEET 2" CONDUIT 

530 FEET 3/4" CONDUIT 

50 FEET 2 1/2X2 1/2” SQUARE DUCT 

11 EA 3/4" CONDULET (L-27) 

14 EA 2 1/2X2 1/2" S-D CONNECTORS 
20 EA 2" EMT COUPLING (5620) 
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20 

EA 

2" EMT CONNECTORS (5621) 

37 

EA 

2" EMT WALL CLAMP 

2 

EA 

2" 90 DEG. EMT ELBOW 

10 

EA 2 1/2X2 1/2" S-D CLOSING PLATE 

1 

BOX 

3/4" CONDULET COVERS 

6 

EA 

GROUND ROD CONNECTORS 

4 

EA 

2" CONDULET COVERS 

1 

BOX 

1/4 X GEZ SPRING TOGGLE BOLTS 

6 

EA 

4" JUNCTION BOXES 

3 

EA 

3/4" EMT LB-27 CONDULETS 

1 

EA 

3/4" EMT CONDULET "TGZ 

4 

BOX 

WIRE MARKERS 

500 

FEET 

#8 600 V BLACK WIRE 

25 

FEET 

#12 600 V WHITE WIRE 

200 

FEET 

#12 600 V GREEN WIRE 

2 

EA 

45 DEG. S-D ELBOW 

2 

EA 

S-D JUNCTION BOXES 

1 

EA 

6 X 6" JUNCTION BOX 

1/2 

ROLL 

BELDEN 18-2 COND. WIRE 

2 

EA 

30 AMP 3-PHASE CIRCUIT BREAKER 

1 

EA 

100 AMP 3-PHASE CIRCUIT BREAKER 

2 

EA 

1 5 AMP 1 -PHASE CIRCUIT BREAKER 

4 

EA 

20 AMP 1 -PHASE CIRCUIT BREAKER 

3 

EA 

DUPLEX (220 V) A-C RECEPTACLES 


B. AIRCONDITIONING 


15 

EA 

3/4" 

BRASS HOSE CONNECTORS 

15 

EA 

1" 

BRASS HOSE CONNECTORS 


UNCLASSIFIED 
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10 

EA 

3/4" 

PVC CONNECTORS (STRAIGHT) 

2 

ROLLS 

2" X 60 YD ARNO SEALING TAPE 

1 

PKG 

12 FT 

FLANGE GASKET MATERIAL 

9 

EA 1/2-3/4" 

SCREW TYPE GOLD SEAL CLAMPS 

17 

EA 

3/4" 

CONDUIT/HOSE CLAMPS 

3 

LBS 


50/50 ACID CORE SOLDER 

20 

FEET 

r 

THICK WALL COPPER TUBING 

20 

FEET 

3/4" 

THIN WALL COPPER TUBING 

4 

EA 1 1/4" 

PVC "T'S" 

95 

FEET 

1 3/4" ID RUBBER INSULATION 

20 

FEET 

1/2" 

RUBBER HOSE PIPE 

5 

FEET 

3/4" 

RUBBER HOSE PIPE 

58 

FEET 

7/8" 

CLEAR PLASTIC HOSE PIPE 

5 

GAL 


ANTI-FREEZE 

1 

CAN 


P-70 PVC PRIMER 

1 

CAN 


PVC SOLVENT 

18 

EA 1 1/4" 

PVC 90 DEG. ELBOW 

14 

EA 1 1/4" 

PVC CONNECTORS 

16 

EA 1 1/4" OD PVC NIPPLES 
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10 EA 1 1/4" PVC CAPS 
10 FEET 1/2” OD COPPER TUBING 
10 FEET 1 1/4" ID PVC PIPE 

3 EA 3/45 OD COPPER ELBOW (90 DEG) 

8 EA 3/4" OD BRASS ELBOW (90 DEG.) 

2 EA 1 1/4" OD REDUCER (T) COPPER 

8 EA 1 1/8" ID BRASS ELBOW (1 END THREADED) 

8 EA 1 1/8" ODTO 1" OD COPPER REDUCER 
8 EA 3/4" TO 5/8" ID BRASS REDUCER (1 END THREADED) 

18 EA 7/8" TO 5/8" ID COPPER REDUCER 
8 EA 11/8" ID COPPER. THREADED HEXAGON END 

4 EA 1" TO 1 1/8" ID COPPER REDUCER (1 END THREADED) 

2 EA 1" ID TO 3/4" OD COPPER REDUCER ( 1 END THREADED) 

6 EA 3/4" ID TO 3/4” OD COPPER REDUCER ( 1 END THREADED) 

0 - 1 3/4" OD (THREADED) TO 1 1/4" COPPER CONNECTOR 

2 EA 3/4" ID TO 3/4” OD COPPER REDUCER (1 END THREADED) 

1 EA 11/8" TO 3/4" COPPER REDUCER (1 END THREADED) 
UNCLASSIFIED 
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STEVENSON 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 24-Feb-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
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Disposition Remarks: 

Document Number: 1977LILONG00303 
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Document Unique ID: 00 

Drafter: n/a 
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Errors: N/A 

Expiration: 
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Format: TEL 
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Image Path: 
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Line Count: 141 
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